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Mainstreaming sustainability and optimising resource-use efficiency All All Operational Manager: Corporate & Community Sen/ices New KPI for 2016/17 



















TL45 

Infrastructure 

Services 

Manager: Infrastructure 
Services 

% of the maintenance 
budget for Roads spent 
[(Actual expenditure 
divided by the total 
approved budget)xlOO] 
[21] 

Road transport 


An effective, competitive and 
responsive economic 
infrastructure network 

To provide quality, afforable 
and sustainable services on 
an equitable basis 

Basic Service Delivery 

Basic service delivery & infrastructure 
development 

To develop and implement 
an Infrastructure 
management and 
maintenance plan 

Developing a capable and 
Development State 


% of the maintenance budget for 
Roads spent [(Actual expenditure 
divided by the total approved 
budget)xl00] [21] 

% of Road maintenance budget 
actually spent 

Outcome 

Strategic 



TL46 

Infrastructure 

Services 

Purification Works (Water and 
Waste Water) 

Review the Water Service 
Development Plan and 
submit to council for 
approval by the end of 
June 2018 (29) 

w,„ 


An effective, competitive and 
responsive economic 
infrastructure network 

To provide quality, afforable 
and sustainable services on 
an equitable basis 

Basic Service Delivery 

Basic service delivery & infrastructure 
development 

To deliver sendees in terms 
of agreed sendee levels 

Building Safer Communities 


Review the Water Service Development 
Plan and submit to council for approval 
by the end of June 2018 (29) 

Reviewed Plan approved by council 

Outcome 

Strategic 



TL47 

Infrastructure 

Services 

Manager: Infrastructure 
Services 

more than 16% {(Number 
of Kiloliters Water 
Purchased or Purified • 
Number of Kiloliters Water 
Sold) / Number of 
Kiloliters Water 
Purchased or Purified x 
100)} 

- 


A responsive and 
accountable, effective and 
efficient local government 
system 

To provide quality, afforable 
and sustainable services on 
an equitable basis 

Basic Service Delivery 

Basic service delivery & infrastructure 
development 

To deliver sendees in terms 
of agreed sendee levels 

Developing a capable and 
Development State 


Limit water losses to not more than 
16% {(Number of Kiloliters Water 
Purchased or Purified - Number of 
Kiloliters Water Sold) / Number of 
Kiloliters Water Purchased or 

Purified * 100)) 

% Water losses achieved (Number of 
Kiloliters Water Purchased or Purified 
- Number of Kiloliters Water Sold) / 
Number of Kiloliters Water 
Purchased or Purified x 100) 

Outcome 

Reverse stand 



TL48 

Infrastructure 

Sen/ices 

Manager: Infrastructure 
Services 

Limit electricity losses to 
not more than 15% 
((Number of Electricity 
Units Purchased and/or 
Generated - Number of 
Electricity Units Sold) / 
Number of Electricity 
Units Purchased and/or 
Generated) x 100)} 

Electricity 


A responsive and 
accountable, effective and 
efficient local government 
system 

To provide quality, afforable 
and sustainable services on 
an equitable basis 

Basic Service Delivery 

Basic service delivery & infrastructure 
development 

To deliver sendees in terms 
of agreed service levels 

Developing a capable and 
Development State 


Limit electricity losses to not more 
than 15% {(Number of Electricity 

Units Purchased and/or Generated - 
Number of Electricity Units Sold) / 
Number of Electricity Units 

Purchased and/or Generated) x 

100)) 

% Water losses achieved (Number of 
Electricity Units Purchased and/or 
Generated • Number of Electricity 
Units Sold) / Number of Electricity 
Units Purchased and/or Generated) 
xl00 

Outcome 

Reverse stand 



TL49 

Infrastructure 

Services 

Manager: Infrastructure 
Services 

Review the Integrated 
Infrastructure Asset 
Management Plan [30] 

Planning and 
development 


An effective, competitive and 
responsive economic 
infrastructure network 

To provide quality, afforable 
and sustainable services on 
an equitable basis 

Basic Service Delivery 

Basic service delivery & infrastructure 
development 

To review all sectorial plans 
and align with LED and 
SDF 

Transforming Human Settlements 


Develop a Integrated Infrastructure 
Asset Management Plan [30] 

Review of plan completed by the end 

Outcome 

Strategic 



TL50 

Development 
& Strategic 
Support 

Manager: Development & 
Strategic Support 

Preparation of the draft 
IDP review for submission 
to council to ensure 
compliance with 
legislation 31 March 
annually (40) 

Planning and 
development 


A responsive and accountable, 
effective and efficient local 
government system 

To enhance participatory 
democracy 

Good Governance and 
Public Participation 

Good governance and public 
participation 

To effectively engage with 
communities on service 
delivery level 

Developing a capable and 
Development State 


Preparation of the draft IDP review for 
submission to council to ensure 
compliance with legislation 31 March 
annually (40) 

# IDP reviewed by 31 March 
annually 

Ouqiut 

Operational 



TL51 

Development 
& Strategic 
Support 

Manager: Development & 
Strategic Support 

Preparation of the final 
IDP review for submission 
to council to ensure 
compliance with 
legislation by 31 May 
annually (41) 

Planning and 
development 


A responsive and accountable, 
effective and efficient local 
government system 

To enhance participatory 
democracy 

Good Governance and 
Public Participation 

Good governance and public 
participation 

To effectively engage with 
communities on service 
delivery level 

Developing a capable and 
Development State 


Preparation of the final IDP review for 
submission to council to ensure 
compliance with legislation by 31 May 
annually (41) 

Pinal IDP review completed to submit 
to council by 30 May 2018 

Output 

Operational 



TL51 

Development 
& Strategic 
Support 

Operational Manager 
Corporate & Community 
Services 

Implementation of the 
Local Economic 
Development Strategy 

Planning and 
development 


Number of LED activities/ 

interventions/programs 

implemented 

To stimulate, strengthen 
and improve the economy 
for sustainable growth 

Local Economic 
Development 

Local economic development 

To develop and grow 

LED and particularly 
SMME opportunities 

Economy and Development 


Implementation of the Local Economic 
Development Strategy 

Number of LED interventions/ 
activities /programmes 
implemented 

Ouqiut 

Strategic 







Increasing access ti 

} safe and efficient transport 

All 

All 

Operational Manager Infrastructure Services 

100% 



Abacus Financial System expenditure 


Internal 

100% 

100% 

Accumulative 

0% 

0% 

25% 

« 

0% 

25% 

Integrating service i 

delivery for maximum impact 

All 

All 

Operational Manager: Infrastructure Services 

> 



Minutes of Council meeting 


Internal 

‘ 

* 

Carry Over 

» 

0 

0 

» 

0 

0 

Mainstreaming sustainability i 

and optimising resource-use efficiency 

All 

All 

Manager: Infrastructure Services 

15% 

15% 


Water billed as per Finance Statistics 
and water purified as per daily 
readings by Technical Services 


Internal 

15% 

15% 

c„o», 

15% 

15% 

15% 

15% 

15% 

15% 

Mainstreaming sustainability i 

and optimising resource-use efficiency 

All 

All 

Manager: Infrastructure Services 

15% 

15% 


Electricity billed as per Finance 
sttatistics and purchased from Eskom 


Internal 

15% 

15% 

Carry Over 

15% 

15% 

15% 

15% 

15% 

15% 

Mainstreaming sustainability i 

and optimising resource-use efficiency 

All 

All 

Operational Manager: Infrastructure Services 

‘ 



Compile Report & Quality Certificate 
signed by the MM 


Internal 

• 

* 

Carry Over 

• 

0 

0 

• 

0 

0 

Mainstreaming sustainability i 

and optimising resource-use efficiency 

All 

All 

Manager: Development & Strategic Support 

* 

> 

Draft IDP review 
completed before 
31 March 2016 

Approved IDP review and minutes of 
council meeting during which process 
plan was approved 


Internal 

‘ 

‘ 

Accumulative 

• 

0 

0 

• 

0 

0 

Mainstreaming sustainability; 

and optimising resource-use efficiency 

All 

All 

Manager: Development & Strategic Support 

‘ 

> 

Final IDP review 
completed before 
30 May 2016 

Approved IDP review and minutes of 
council meeting during which process 
plan was approved 


Internal 

* 

* 

Accumulative 

• 

0 

0 

• 

0 

0 

Number of LED interventions/ activities / programmes 
implemented 

All 

All 

Operational Manager: Corporate & Community Services 

< 


One project per 
quarter to be 
implemented 

Minutes of meetings, attendance 
register, project report signed off by 
Municipal Manager 


Internal 


< 

Accumulative 

• 

0 

‘ 

• 

0 

‘ 







